Chattanooga 
Metropolitan 
Airport 


The Chattanooga Metropolitan Airport welcomes all to Chattanooga 
in grand style. In 1992, the main terminal building was refurbished to 
represent a transition from the terminal stations of the railway to the 


modern day airway. Photo by dayik 
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